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AGRICULTURE 

Barger,  Harold,  and  Landsberg,  H,H,      AMERICAN  AGRICULTURE,  1899-1939:  STUDY 
OF  OUTPUT,  EMPLOYMENT  AND  PRODUCTIVITY.      Natl,,  bur.  of  econ.  research, 
inc.,  1942.      440p.,  charts.      281.12  B23 

WHAT'S  NEW  IN  FARM  SCIENCE.  ANNUAL  REPORT  OF  THE  DIRECTOR,  PART  I.  WISCONSIN 
AGR . 4  EXP .  STA.  BUL.  456,      96p. ,  illus.  Madison,  1942. 

Farm  machinery;  marketing!  land  economics;  nutrition;  crop  sidelights, 

CASTOR* OIL  PLANTS 

CASTER  BEANS:  AN  INDUSTRIAL  WAR  CROP.      ILL,  EXTEN.  SERV,,  CIRC. 551,  8p., illus. 
Urbana,  1943. 

Planting;  harvesting;  hulling;  varieties.  Castor  oil  has  many  industrial 
uses 
COMMUNITY  LIFE 

IMPACT  OF  THE  WAR  ON  RURAL  COMMUNITY  LIFE:  STATE  AND  LOCAL  VIEWPOINT,  by 
EL  A.  Poison.      RURAL  SOCIOLOGY,  JUNE  1943,  p. 123-129. 

CONTAINERS 

WAR  DEMANDS  SALVAGE  AND  RE-USE  OF  FRUIT  AND  VEGETABLE  CONTAINERS.      U.S.  DEPT. 
AGR.  SERIES  AWI—.33,  lp. ,  folder,  illus.      Washington,  D.C.,  1943. 

COTTON 

Brown,  H,P.      COTTON:  HI STORY ,  SPECIES,  VARIETIES,  MORPHOLOGY,  BREEDING,  • 
CULTURE,  DISEASES,  MARKETING,  AND  USES.      2d  ed.      McGraw-Hill,  1938. 
592p    illus.      72  B81 

DAIRY  PRODUCTS 

MANUFACTURE  OF  CULTURED  BUTTERMILK  AND  COTTAGE  CHEESE .   .  FLA. AGR.  EXP.  STA. 
BUL.  382     .  18p.,  illus.      Gainesville,  1943. 
For  the  dairyman. 

Roadhouse,  C,L.,  and  Henderson,  J.L.      MARKET-MILK  INDUSTRY.      1st  ed. 

McGraw-Hill,  1941.      624p,  illus.      44  R53 

Dairying-science;  sanitation;  diseases  transmitted  by  milk;  costs  data; 

transportation;  etc. 
SWEETENING  ICE  CREAM  WITH  HONEY.      FLA. AGR. EXP. STA. , PRESS  BUL.  582,  4p.  1943. 
FARM  FORESTRY 

COOPERATIVE  MANAGEMENT  AND  MARKETING  FOR  THE  WOODLAND  OWNER.      U.S.  DEPT. 

AGR,  FARM.  BUL.  1927,  16p.,  illus.      Washington,  D.C.,  1943. 
WOODLANDS  IN  THE  FARM  FLAN.      U.S.  DEPT.  AGR.,  FARM  BUL.  1940,  22p.,  illus. 

Washington,  D.C.,  1943. 
FARM  LABOR 

EFFECTS  OF  WAR  ON  THE  SOCIAL  AND  ECONOMIC  STATUS  OF  FARM  LABORERS,  by  P.S. 
Taylor.      RURAL  SOCIOLOGY,  JUNE  1943,  p.  139-148. 


FEEDING  AND  FEEDING  STUFFS 

WAR-TIME  FEEDS*  USE  fHi  WISELY  AND  *VOID  NECESSITY  FOR  RATIONING.  FLA. 

AGR,  EXP,  STA.  CIRC.  69,      dp.,  illus.      Gainesville,  1943. 
FISHES 

FISH  FOR  FOOD  FROM  FARM  PONDS.      U.S.  DEFT. AGR. ,  FARM.  BUL.  1938,  22p. , 

illus.  Washington,  D.C.,  1945. 
Viosca,  Percy,  jr.      FONDFI3H  CULTURE.      Pelican  nub.  co.,  New 'Orleans 

(cl937)    E60p. ,  illus.      414  V814 
FOOD  .iMD  NUTRITION 

ROOT  VEGETABLES  IN  WARTIME  MEALS.      U.S.  DEPT.  AGR. ,  SERIES  AWI-39,  lp. , 

folder.      Washington,  D.C.,  1943. 
STRATEGY  OF  FOODt  A  RADIO  DISCUSSION,  by  John  D.  Black,  P.R.  Cannon,  and 

T.W.  Schultz.      UNIV.  OF  CHICAGO  ROUND  TABLE  no.  270,  May  23,  1943.  29p., 

illus. 

Taylor,  CM.      FOOD  VALUES  IN  SHAKES  AND  WEIGHTS.      Macmillan  co.  (cl942) 
92p.,  tables.      339.1  T213  ': 

FOOD  PRESERVATION 

CAN  SURPLUS  FRUITS  AND  VEGETABLES.      FLA.  EXTEN.  SERV.  BUL.  121,  55p,, 
illus.      Gainesville,  1943. 

Cruess,  W.V.      COMMERCIAL  FRUIT  AND  VEGETABLE  PRODUCTS.      McGra^Kill,  1938. 
798p.,  illus.      389.3  0883  Ed. 2 

A  textbook  for  student,  investigator,  and  manufacturer.  Partial  con- 
tents! Brief  history  of  canning;  tin  and  glass  containers;  grading  fruits 
and  vegetables  for  canning;  spoiling  of  canned  foods;  dehydration;  utili- 
zation of  uastej  frozen— pack;  etc. 

HOME  STORAGE  OF  VEGETABLES  AND  FRUITS.      U.S.  DEFT.  AGR.,  FARM.  BUL.  1939, 
29p.,  illus.      Washington,  D.C  1943. 

HOW  TO  DEHYDRATE.  FOOD  AT  HOME.      GA.  AGR.  EXTEN.  SERV.  CIRC.  310,      2p.  , 
folder.      Athens,  1943. 

Rodgers,  P.D.      CONSTRUCTION  AND  OPERATION  OF  HOME  DEHYDRATORS.  Tenn. 

Valley  Authority,  Series  X-915,      13p., illus. ,  chart.      Knoxville,  Tenn,, 
1943.      Information  File. 

GAME  BIRDS 

THE  WILD  TURKEY  IN  VIRGINIA i  ITS  HABITS  AND  MANAGEMENT,      Virginia  Commission 
of  Gpme  and  inland  fisheries,  Richmond,  1942.      45p.,  illus. 

GARDENING 

Hume..  H.H.      GARDENING  IN  THE  LOWER  SOUTH.      Macmillan  co,,  1929.      453p.  , 
illus.       (Rural  science  series,  ed.  by  L.H.  Bailey)      90  H88 

For  the  purposes  of  this  book,  the  Lower  South  begins  with  the  region 
surrounding  Charleston,  S.C,  and  embraces  the  eastern  parts  of  South 
Carolina,  Georgia,  all  Florida,  southern  parts  of  Alabama,  Mississippi, 
Louisiana,  and  eastern  Texas.      This  book  includes  trees,  lavns,  shrubs, 
as  veil  as  flower,  fruit  and  vegetable  gardens. 

GRAPES 

GRAPES  FOR  DIFFERENT  REGIONS.      U.S.  DEPT.  AGR..,  FARM.  BUL.  1936,  3£p  . , 
map.      Washington,  D.C,  1943. 

H0i.,E  ECONOMICS 

BUDGETING  OUR  SHRINKING  DOLLARS,  by  M.P.  Bregger.      JOUR ,  HOME  ECON. ,  MaY 
1943,      p.  275-277. 

FAREWELL  TO  HOMEMAKlNG  AS  USUAL,  by  Jean  Joyce.      JOUR.  HOME  ECON.,  JUNE 

1943,      p.  353-355. 

"Casualties"  in  home  furnishings  and  equipment. 
VICTORY  THROUGH  HOME  IMPROVEMENT  FOR  4-H  CLUB  GIRLS.      Fla.  Exten.  Serv. 

Circ.  68,      18p.,  illus.      Gainesville,  1943. 
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LAND  5001.1  CONTROLS j  by  W.G.  Murray.      IOWA  STATE  COLLEGE,  WARTIME  FARM  AMD 

FOOD  POLICY  SERIES,  PAMPHLET  9,  34p.      Ames,  1943. 
LIVESTOCK  PI SEASES  AMD  PESTS 

Baker,  E. T. HOME  VETERINARIAN ' 3  HANDBOOK:  A  GUIDE  FOR  HANDLING  EMERGENCIES 

IN  FARM  ANIMALS  AND  POULTRY.  Hacmillan  CO.,  1943.  191p. ,illus.41  B173H 
PAINT 

PAINTING  FARM  BUILDINGS  AND  EQUIPMENT.  SELECTION  AND  APPLICATION  OF  POINTS 
SUITABLE  FOR  EXTERIOR  AND  INTERIOR  SURFACES.      Lead  industries  assoc., 
New  York,  1943.      170p. ,  illus. 

Prepared  and  nublished  by  Lead  industries  association  in  cooperation 
with  the  U.S.  Office  of  Education,  Federal  security  agency. 

PEANUTS 

PEANUT  PRODUCTION  COSTS  AND  INCOME  IN  OKLAHOMA  IN  1942.      OKLA.  AGR.  EXP. 
STA.  BUL.  B-267,  23p.,  illus.      Stillwater,  1943. 

PERSONNEL  ADMINISTRATION 

Goober,  A.M.  HOW  TO  SUPERVISE  PEOPLE.  McGraw-Hill,  1941.  150p.  249.3  0 
Mitchell,  J.W.      PERSONNEL  TURNOVER  IN  THE  FEDERAL  GOVERNMENT.  PERSONNEL 

ADMIN. ,  MAY  1943,  p. 12-20. 

Nature  of  the  turnover  or  replacement  nroblera;  measuring  extent  of 

employment  changes;  reasons  for  turnover?  effects  of  personnel  turnover j 

planning  and  programming  remedial  action. 
Sheeard,  J.L.      HUMAN  NATURE  AT  WORK.      Harper  and  bros.  ,  1938.  2l9p. 

249. 3  S 

Practical  methods  for  improving  employee  relations,  selection,  training, 
morale. 
PLANTS,  EDIBLE 

Wilder,"  W.B.      BOUNTY  OF  THE  WAYSIDE.      Double  day,  1943.      256p„,  illus. 
120  '.7642 

This  new  book  will  appeal  to  all  our  readers  who  found  profit  in 
Medsger ' s  "Edible  wild  plants."  It  includes  old  and  new  recipes  for 
utilizing  wild  plants. 
POSTWAR  PLANNING 

POST-WAR  PLANNING  OF  WORLD  WAR  I,  by  Stella  Stewart.      U.S.  DEPT.  LABOR, 
HISTORICAL  STUDIES  OF  WARTIME  PROBLEMS,  No.  63,      18p.,  processed. 
Washington,  1943,      158.6  H62 

U.S.  National  resources  plan.  bd.      NATIONAL  RESOURCES  DEVELOPMENT— REPORT 
for  194^.,Ft.2.  WARTIME  PLANNING  FOR  WAR  AND  POST  WAR.      Washington,  D.C., 
1943 li 5p„.,  char t s . 

Presents  the  current  planning  activities  for  stabilization  and  devel- 
opment, under  the  following  headings:  Wartime  planning  for  resource  use; 
Trends  in  production,  employment,  prices  and  consumption  1942;  Public 
works  planning;  Regional,  state,  and  local  planning. 

PRICES 

ARE  WE  HOLDING  THE  LINE?  A  RADIO  DISCUSSION  by  G.V.  Cox,  A.G.  Hart,  and 
George  Stigler.      UNIV.  CHICAGO  ROUND  TABLE  No.  269,  May  16,  1943,  29p. , 
illus. 

Shenherd,  G.S.      AGRICULTURAL  PRICE  ANALYSIS.      Iowa  state  college  nress, 

1941.      402p.,  illus.      284.3  Sh4 
SUBSIDIES  OR  WAGE  BOOSTS:  THAT'S  THE  ADMINISTRATION  LINE  IN  THE  BATTLE  OF 

F.D.R.  VS.  CONGRESS,  BUT  ITS  HOPES  ARE  FADING.      BUSINESS  WEEK,  June  26, 

1943,  p. 15-16. 
ROPE 

CARE  AND  USE  OF  ROPE  ON  THE  FARM.      U.S.  DEPT.  AGR.,  FARM.  BUL.  1931,  17p. , 
illus.      Washington,  D.C.  ,  1943. 
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SAFETY  DEVICES  AND  MEASURES 

American  reel  cross.      LIFE  SAVING  AND  WATER  SAFETY.      Blakiston's  son  &  co., 

Philadelphia  (cl937)      267p.,  illus.      448  R 
GUIDE  TO  THE  PREVENTION  OF  WEIGHT-LIFTING  INJURIES,      U.S.  DEPT.  OF  LABOR, 

SPECIAL  BUL.  11,  19p„,  illus,  Washington,  D.C.,  1943.  Information  File, 
SAFETY  CHECK  LIST  FOR  WOMEN  AND  GIRLS  DOING  FARM  WORK  FOR  THE  FIRST  TIME, 

U.S.  DEPT.  AGR.,  SERIES  AWI — .31 ,  lp.  ,  folder,  illus.      Washington,  D.C., 

1943. 
SEWAGE  DISPOSAL 

RURAL  SEWAGE  DISPOSAL:  RECOMMENDATIONS  OF  .JOINT  COMMITTEE  ON  RURAL  SANITATION. 

REPRINT  Ho.  2461  fro;n  Public  Health  Reports,  March  12,  1943,  p.  417-448, 

illus.    Information  File. 
SPRAYING  AND  DUSTI NO 

Mason,  A.F.      SPRAYING,  DUSTING,  AND  FUMIGATING  OF  PLANTS I  A  POPULAR  HAND- 
BOOK ON  CROP  PROTECTION.      Macmillan  co, ,  1936.      539p. , illus.  464.4  M37 

VEGETABLE  GARDEN ING 

Knott,  J..E.      VEGETABLE  GROWING.    ■  Lea  &  Febiger  (cl94l)      356p.,  illus. 

91.15  K75  Ed.  3 
WILDLIFE 

Anthony,  H.E. ,  ed.      ANIMALS  OF  AMERICA,      Garden  City  pub.  co.  (1957)  335p. , 
illus.      410  An 

WILDLIFE  CONDITIONS  IN  NATIONAL  PARKS  1941.      U.S.  National  park  service, 
May  1943.  58p.,  processed,  illus.      Information  File. 
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HOW  TO  USE  THE  LIBRARY 

Check  and  return  the  Newsletter  for  items  listed  therein,  and  send  in  re- 
quests by  postcard  or  informal  memorrndum  for  other  publications  which  you 
might  like  to  see.  (Employees  in  Atlanta  may  request  books  by  telephone.) 

Keep  periodicals  for  3  days,  and  then  send  on  to_  the  next  name  on  the  cir- 
culation slips.  Return  books  and  pamphlets  to  the  Library  by  the  date  due, 
which  is  stamped  on  the  bookmark  enclosed  with  each  book. 

Loans  may  be  renewed  unless  there  are  waiting  lists. 

In  answer  to  a  number  of  requests  for  personal  copies  of  bulletins,  we 
wish  to  say  that  the  library  files  only  loan  conies  of  publications.  You 
may  usually  obtain  a  free  copy  of  State  bulletins  by  writing  to  the  State 
Ext  eri merit  Station  or  Extension  Service. 


Note:    The  penalty  form  o.n  page  6  may  be  used  in  mailing  your  checked 
Newsletter  to  the  Library.  Fasten  Newsletter  with  staple  or  sticker 
b>  fore  mailing.     (P.S.  One  or  two  staples  are  sufficient.)    Be  sure 
to  fill  in  your  name  and  address  on  page  5  before  mailing  the  Newsletter. 
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Date 


Please  send  publications  checked  herein  tot 
(6-43) 

PLEASE  PRINT   (lour  Name) 

 (Your  Title) 

 ( Bur  eau ) 

(Address ) 


Important i    Please  fill  in  the  blanks  below  and  return  to  the  Library, 
whether  or  not  you  have  checked  any  requests  in  this  issue  of  News- 
letter. The  information  you  give  us  will  be  used  in  planning  library 
service  for  the  coming  year. 

Tyue  of  Work  or  Project  in  Which  You  Are  Engaged:  


Subject  Interests  Related  to  Your  Johi 


Personal  or  Other  Professional  Interests: 


Periodicals  Which  you  Would  Like;  to  Suggest  for  Addition  to  the  Library 
Lists 


Other  Suggestions,  such  as  Reading  Courses,  Packet  Libraries,  Travelling 
Libraries : 


Do  You  Wish  to  Receive  the  Newsletter  Regularly? 


A  LIST  OF  LISTS 
(Available  for  Loan) 

DEHYDRATION  OF  FRUITS  AND  VEGETABLES.      2p, ,  typed.      May  26,  1942, 

DEHYDRATION  OF  MEAT :  A  short  list  of  references.      4p. ,  tyoed.  1943. 

EFFECT  OF  WAR  OK  THE  COST  OF  LIVING.      32p.,  processed.  1942. 

FORESTRY  FOOKS  FOR  CHILDREN.      lp. ,  typed.  1942. 

GOOD  NEWS  FOR  THE:  OFFICE  WORKER . .    A  group  of  books.      lp.  ,  processed.  1937. 

LIST  OF  AGRICULTURAL  EXPERIMENT  STATION  PUBLICATIONS.      4p.,  processed. 
Issued  monthly. 

RUBBER  PRODUCING  PLANTS  (OTHER  THAN  GUAYULE  AND  RUBBER  TREES) .      9p.,  • 
processed.  1942. 

WOODWORKING.      1P.,  typed.      (1940 ) 
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